
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


01/31/2011 


Tonya Platt 

Assistant District Attorney, Suffolk County 


Dear ADA Platt, 

Enclosed is the information you requested in regards to Commonwealth Included are 

copies of the following: 


1 . 

2 . 

3. 

4. 

5. 

6 . 


Dnig Analysis Laboratory Receipts. 

Curriculum Vitae for Annie Dookhan, Kate Corbett, Lisa Glazer, Daniela Frasca, Daniel 


Renczkowski & Della Saunders. 

Control Cards with analytical results for samples # | 



Analysis sheets with the custodi al chemist’s hand notations and test results. 
GC analytical data for sample 
GC/Mass Spectral analytical data for samples #| 



Annie Dookhan, Kate Corbett, Lisa Glazer, and Daniela Frasca were the custodial chemists and 
performed the preliminary testing and net weight for this sample. Kate Corbett, Daniel 
Renczkowski and Della Saunders was the confirmatory chemist and analyzed the GC/MS data for 
this sample. 


If you have any questions about these materials, please call me at the number below. 

Sincerely, 



Annie Khan (Dookhan) 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. IT. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratoiy. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

*Maintenance and repairs of ail analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards, 

* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

*Notary Public. 

*Qua1ified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst I. il, UMMS-Massachusetts Biologic Laboratory, QC Material Control 

*Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

* Writing, revising and reviewing Standard Operating Procedures (SOPs), 

*Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

*Trained in the use of complex anal 3 dical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations, 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 

Education 


Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory InstitUtejtMar 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 

the Massachusetts^^rp^Jpws.j , , 

> Operate analytical jnstfumentation.'rni’croscopes and balances for forensic 

drug analysis. . 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 

drug analysiis^ L 

> Successfully Gorhpieted'ah 'eight week training course in the analysis of drugs 

conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory , v ^ 

> Appointed an assistant analystfof the Department of Public Health, Drug 

Analysis Laboratory in ^ ^ 

Research Associate {September 26o3:-i4 August 2005) 

SENSOR TECHNQLOGIES,|tvtC - Sh,rewsbUiy.,:MA 

> Prepared chemistries used in making senior beads 

> Generated and exai^iined sen,9,ors;e[Tip,loying fluorescence spectroscopy 

> Performed proteiri, dye .^pd sugar ass.^ys using UVA/IS spectrophotometry 

5> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS^STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted ih-the gathering of caSe files to fulfill the National Institute of 
Justice’s NoiSuspect Backlog Reduction Grant 

> Observed in the.Evidence,.Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units, . .. 
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Curriculum Vitae 

Lisa A. Glazer 

Education 


Bachelor of Science Degree, CHEMISTRY January 2006 
UNIVERSITY OF NEW HAVEN 

Coursework included; Organic Chemistry, Inorganic Chemtsfry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 

Bachelor of Science Degree, FORENSIC SCIENCE January 2006 
UNIVERSITY OF NEW HAVEN 

Coursework included: Organic Chemistry, Quantitative Analysis, Instrumental Analysis. Physical 
Chemistry, Physics, Calculus, Biology, Criminal Justice and Forensic Science courses 


Employment 

Chemist I, II State Laboratory Institute (May 2007-Present) 

Massachusetts Department of Public Health 
Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the Massachusetts 
drug laws 

> Operate analytical instrumentation for the purpose of performing forensic drug analysis 

> Successfully completed an eight week training course in the analysis of drugs conducted by 
senior staff of the Department of Public Health, Drug Analysis Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug Analysis Laboratory 
in 2007. 

Laboratory Technician I (August 2006 - May 2007) 

University of Connecticut Chemistry Department - Sforrs, CT 

> Prepared unknowns, chemical reagents and supplies for undergraduate chemistry courses 

> Set-up experiment demonstrations 

> Properly disposed of hazardous waste from the experiments 

> Made sure labs were being conducted safely 

> Kept track of student laboratory paperwork, inventoried glassware and chemicals and helped 
clean glassware 

Intern (September 2005 - November 2005) 

CONNECTICUT STATE POLICE FORENSIC LABORATORY - Meriden, CT 

> Worked on a Pyrolysis Gas Chromatography project 

> Observed in the GSR testing, Forensic Biology, DNA, Questioned Documents. Black and 
White Photo, Latent Prints, Firearms, Trace Evidence and Color Photo Units 

Trainings 

Multljurisdictional Counterdrug Task Force Training (May 20, 2008) 

Current Drug Trends - Methuen, MA 

Multljurisdictional Counterdrug Task Force Training (May 6, 2009 - May 7, 2009) 

Courtroom Testimony - Methuen, MA 

DEA Forensic Chemist Seminar (June 21, 2010 - June 25, 2010) 

Sterling, VA 
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Daniefa Frasca 


Curriculum Vitae 


Education 

Boston University School of Medicine, Boston MA 

Currently enrolled in the Biomedical Forensic Science MS Frogram 

Suffolk University, Boston, MA 

Graduated in 05/1996 and received a Bachelor of Science in Biochemistry 

EXPERIENCE 

Massachusetts State Laboratory Institute/DPH, Jamaica Plain, MA 01/2001 - present 
Drug Laboratory: Chemist 11 

• Analysis of all substances by chemical screening, microscopy, and i ns trument confirmation to 
determine the presence of drugs for law enforcement agencies in the Commonwealth of 
Massachusetts. 

• Appointed assistant analyst on January 29,2001 by the Assistant Commissioner of DPH 

• Completed four weeks of training in drug analysis under the supervision of senior chemists. 

Quest Diagnostics Incorporated, Cambridge, MA 09/1996 -10/2001 

Department of Toxicology: Medical Technologist I 

• Handles comprehensive toxic analysis, therapeutic drug monitoring, forensic drug screening, 
and compound ID’s of biohazard samples utilizing standard operating procedures in clmical 
toxicology. 

• Entered data and inteipreted results for reporting 

• QC/QA of multiple analytical instrumentation as well as maintenance 

• Completed 60 days of training under the supervision of doctorate level toxicologists. 


Additional Training 

Northeastern Association of Forensic Scientists 

Designer Drugs Clandestine labs 

Agilent Instruments and Software Digital Photography 

McCrone Research Institute 
Forensic Polarized Microscopy 
Polarized Microscopy of Illicit Drugs and Excipients 

Massachusetts State Laboratory Institute 

Expert Witness 
Raman Spectrophotometer 


Associations and Programs 

• Northeastern Association of Forensic Scientists (NEAFS) 

• The International Association of Forensic Toxicologists (TIAFT) 

• The International Association of Therapeutic Drug Monitoring 
And Clinical Toxicology (lATDMCT) 

• Massachusetts State Science Fair Judge 

• Middle School State Science Fair Judge 

• Volunteer Science Project Mentor/Tutor 
for the TTT Mentor Program 


2001 - present 
2003 - present 
2003 - present 

2000 - present 
2006 - present 
2003 - present 
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Curriculum Vitae 


Daniel Renczkowski 


Education 

Degi-ee: Bachelors of Science in Forensic Chemistry, 

May 2005 from Buffalo State College 
GPA: 3.84, Dean’s List, Honor’s Recognition 
American Chemical Society Undergraduate Award 
Phi Lambda Upsilon Membership 


Related Coursework: Analytical Chemisti 7 

Organic Chemistry 1 and II 
Biochemistiy 

Chemistry of Criminalistics 
Anatomy 


Physical Chemistry 
Instnimental Chemistry 
Forensics Laboratory 
Physical Evidence 
Physiology 


Employment , 

Massachusetts Department of Public Health Dnig Analysis Laboratory 

Chemist I (October 2005 - March 2008) 

Chemist II (March 2008 - present) . , , ■ 

-Successfully completed an eight week training course in the analysis ot dmgs 
conducted by senior staff 

-Successfully completed GC/MS training program 

-Responsible for the identification of substances to detemime violation of the 
Controlled Substances Act of the Massachusetts General Laws 
-Responsible for maintenance and repairs of analytical instiuments 
-Responsible for quality control of analytical instiimients and standards 

Related Experience 

Niagara County Forensics Laboratory 

Forensic Internship, January 2005 

-Conducted research on the presumptive testing of saliva 
-Conducted research on the identification and detection of lubricants 
-Observed all aspects of the laboratory including drug analysis, firearms 

comparison, trace evidence, arson investigation, toxicology, and serology 
-Daily use of FTIR microscope and DuraSamplerll 
-Familiarized with GC/MS progi’ams 
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Curriculum Vitae 


Delia Saunders 

Education: ' ■ ' 

. Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 


Experience: 

1985-present: Currently Chemist DI Massachusetts Department .of Pubhc Health Drug 
Analysis Laboratory at State Laboratory Institute Boston,-MA. Responsible for analyzmg 
unknLn substances submitted by Massachusetts law enforcement apncies; operatmg, 
maintaining, and interpreting data from analytical equipment (analytic^ 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, „as 
chroihato^am/mass spectrometer); training junior level chemists; providmg expert , 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts. 

1984-1985: Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents-and media plates; operatmg and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collector 

safety data for laboratory protocols. . , 


Training: 


1985: Six week training with Senior Staff at Massachusetts Department of PublmHealth 
(MDPH) Drug Analysis Laboratory Boston, MA. Appomted Assistant Analyst MDPH 


1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DBA) McLean, VA, 


1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratory Training network Quality 
Assurance/QuaUty Control Training (1<^P,H) 


2002: Techniques of Supervision Training (MDPH) 

I 

1999: Notary Public Commonwealth of Massachusetts 
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No, 
City: 
Officer 
Def: 
Amount: 
No. Cont 
Date Rec'd 


Date Analyzed: < 

Boston D.C.U. Police Dept. (juS lO 

P.0, Diana Lopez 


3 Cont: pb 
11/05/2009 


Gross Wt.: 5.36 


SubsLSUB 
No. Analyzed: 


Preiim: 





.'S 
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No. Date Analyzed 

City: Boston D.C.U. Police Dept. 

Officer: P.O. KEITH BUTLER 

Def:^^^| 

Amount: Subst; SUB 

No. Cont: 3 Cont: pb 



DateRec'd: 11/12/2009 
Gross Wt.: 3.00 
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Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O, Diana Lopez 
Def: 




Amount: 

No. Cont: 3 Cont: pb 


SubsLSUB 


OateRec'd: 11/20/2009 
Gross Wt.: 3.00 


Prelim: cocccO^ 


No. Analyzed: \ 

Net Weight; o ■ 2 D 


Findings: 


# Tests: ^ 
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City; Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 

Amount: Subst'.SUB 
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No Date Analyzed-. JUN ;g g 

City: Boston D.C.U, Police Dept. 

Officer: P.O. KEIT H BUTLER 
Def: 

Subst: SUB 

Amount; 


No. Cont; 3 Dont: pb 

Date Rec’d: 02/04/2010 
Gross Wt.: 5.59 


No. Analyzed: 

Net Weight: O ■'-aIq 
# Tests; 




Prelim; ' 
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City 

Officer: 

Def: 
Amount: 
No. Cent: 
Date Rec'd 
Gross Wt.: 


Boston D.C.U. Police Dept. 

P.O. Rosemary Atkins-Tyler 


Date Analyzed: 


Cont: pb 


02 / 11/2010 


Prelim: Cocouuii 




Subst: SUB 


No. Analyzed: ^ 
Net Weight: o ■ 
# Tests: 

Findings: 


f^ate Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Rosemary Atkins-Tyler 


Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 02/11/2010 
Gross Wt.: 2,17 


Prelim: V-Vs^OVs 


SubsLSUB 

No. Analyzed: 

Net Weight: 

# Tests: 

Findings: i v 
\"\r?rb I 


Corbett email PRR 010438 







No. 


Date Analyzed: / 

City. Boston D.C.U. Polio© Dept, C* 

Officer: P.O. Diana Lopez _^ j ^ ^ 



Def: 

Amount; 

No. Cont: 1 Cont: pb 

Date Rec'd: 02/18/2010 
Gross Wt.: 1.81 


Subst.SUB 
No. Analyzed; 

NetWeight:(3-|5^ 


Findings: ^ , 

5t (dpriCf. / 
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DRUG POWDER ANAL YStS FORM 

_ AUALYSt 

P^ HYSICAL PeSCRlPTlON : ._ 



-flTA- ^ 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 



MS 

OPERATOR i 
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DRUG POWDER ANAL YSIS FORM 



Tir4 f 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY 

No. of samples tested:_ 


ANALYST 
Evidence Wt 


—>■ 


PHYSICAL DESCRIPTION: 

^OvjoCjs.JVJi_£L <<£. 

\ a> 


Gross Wt { 3>): 

Gross Wt ( \ ): p ■ ^ V'n‘^ 

Pkg.Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (v) 

Marquis_ 

Froehde's 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride _ 

TLTA (4-) 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS ooCCLJ^ 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS Co c.oi,r\a 
MS 

OPERATOR _ 

DATE Ob-ox-iO 


Revised 7/2005 


Corbett email PRR 010442 














PRELIIVirNARY TESTS 
Spot Tests 

Cobalt 



Mlcrc 

Gold 























DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY 


ANALYST ^ Y? 



PHYSICAL DESCRIPTION: 


Gross Wt I ?,); 


p O ^OtSjXJLjlA 




GrossWt ( \ ) 
Pkg. Wt 


Net Wt 


0 > M bs \ 


PRELIIVilNARY TESTS 
Spot Tests 


MjcrocfVstalllne Tests 


Cobalt 

Thiocyanate 


Gold 

Chloride “L 


Marquis 


TLTA(^) 


Froehde's 


OTHER TESTS 


Mecke's 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS Coci 


DATE fo-X\^ la 


RESULTS (jO CjCa.xs'JI 
MS 

OPERATOR -r>c^ 


DATE 


Revised 7/2005 
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o 



No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION: 

\SO V V V€- <^OvjL2ickjVjLC^ 

CVO 


Gross Wt ( ^): y. \ 5>n ^ 
Gross Wt ( ) ): O-^IO^ 

Pkg. Wt:_ 

Net Wt: o ‘ 'qS \ 


PRELIMINARY TESTS 

Spot Tests 

Microcrvstalline Tests 

Cobalt 

Gold 

Thiocyanate (V) 

Chloride 

Marquis 

TLTA ( 

Froehde's 

OTHER TESTS 

Mecke's ^ 



PRELIMINARY TEST RESULTS 


RESULTS fQcct-A-vO 
DATE b-'-2_j--to 


GC/MS CONFIRMATORY TEST 

RESULTS CXJCCijl543 _ 

MS 

OPERATOR d- _ 

DATE ~t-b-\0 


Revised 7/2005 
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SAMPLE# 


AGENCY 


No. of samples tested; 


ANALYST 


Evidence WL 


PHYSICAL DESCRIPTfON: 

vn V. 




GrossWt ( ); m.LnoG 

Gross Wt { ):_ 

Pkg. Wt:__ 

Net Wt: a - M.&XS 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -yj . 


Marquis 

Froehde's 

Mecke's 


MicrociYStalllno Testa 
Gold 

Chloride _ 

TLTA_(_J_ 

OTHER TESTS 


PRELfMiNARY TEST REStit T.q 
RESULTS 
DATE 


GC/MS confirmatory TFi^T 
RESULTS 
MS 

OPERATOR t>;s <L _ 

DATE I'X-lo 


Revised 7/2005 
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Injection Date : 6/24/2010 10:48:25 AM 

Sample' Name : COKE/COD STD 

Acg. Operator : 

Sequence Pile : C:\HPCHEM\l\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAl^.M 

Last changed : 3/27/2008 2:02:44 PM 

FOR UNKNOWN SAMPLES 



Seq. Line : 2 

Vial : 2 

Inj : 1 

Inj Volume : 1 ul 



Sorted By : Signal 
Multiplier : 1.0000 
Dilution :' 1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 


1 0.946 BB S 0.0231 1.39473e5 1.00865e5 99.10054 

2 1.843 PB 0.0198 12.05127 9.52902 0,00856 

3 4.478 BB 0.0148 550.52039 593.88953 0.39116 

4 5.140 BB 0.0161 703.31720 675.78723 0.49973 

Totals : 1.4073965 1.02144e5 

Results obtained with enhanced integrator! 


*** End of Report *** 


Instrument 2 6/24/2010 11:13:27 AM 


Page 1 of 1 
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Injection Date : 6/24/2010 ]2:16:43 PM Seq. Line : 5 

Sample Name : BLANK Vial ; 5 

Acq. Operator : Inj : 1 

Inj Volume : 1 ul 

Sequence File ; C:\HPCHEM\l\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 3/27/2008 2:02:44 PM 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

1 0.946 BB S 0.0218 1.32032e5 1.04353e5 ^1.000e2 

Totals : 1.32032e5 1.04353e5 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 2 6/24/2010 12:41:45 PM 


Page 1 of 1 
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Acq. Operator : 

Sequence File : C:\HPCHEM\l\SEQUENCE\CBS.S 

Method : C:\HPCHEM\1\METH0DS\GENSCAN.M 

Last changed : 3/27/2008 2:02:44 PM 

FOR UNKNOWN SAMPLES 


Inj : 1 

Inj Volume : 1 ul 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1,0000 
1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area 

# [min] [min] [pA*s] 

1 0.947 BB S 0.0247 1.37541e5 9.62258e4 99.98487 

2 1.738 PB 0.0450 20.81265 6.93088 0.01513 

Totals : 1.37561e5 9.62328e4 

Results obtained with enhanced integrator! 


Height Area 
[pA] % 


*** End of Report *** 


Instrument 2 6/24/2010 1:11:37 PM 


Page 1 of 1 
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le C:\HPCHEM\1\DATA\10110706.D 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


7/12/2010 10:51:50 AM 
BLANK 


: C:\HPCHEM\1\SEQUENCE\CBS.S 
: ■C:\HPCHEM\l\METHODS\VIAGRA.M 
: 11/1/2007 11:47:37 AM 


Seq. Line 
Vial 
Inj 

Inj Volume 


1 

1 

1 

1 ul 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

1 1.059 PB S 0.0260 1.43542e5 9.32928e4 1.000e2 

Totals : 1.43542e5 9.32928e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 2 7/12/2010 11:26:52 AM 


Page 1 of 1 
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Data File C:\HPCHEM\1\DATA\10110707.D 

Sample Name: 

SILDENAFIL STD 

Injection Date 

: 7/12/2010 11:32:43 AM 

Seq. Line 

; 2 

Sample Name 

: SILDENAFIL STD 

Vial 

: 2 

Acq. Operator 

: 

Inj 

: 1 

Sequence Pile 
Method 

Last changed 

: C:\HPCHEM\1\SEQUBNCE\CBS.S 
: C:\HPCHEM\l\METHODS\VIAGRA.M 
: 11/1/2007 11:47:37 AM 

Inj Volume 

: 1 ul 



Area Percent Report 


Sorted By- 

Multiplier 

Dilution 


Signal 1: PIDl A, 

Peak RetTime Type 
U [min] 


1 1.059 BB S 

2 7.808 PB 

3 13.439 BB 

4 18.234 BB 


Signal 

1.0000 

1.0000 


Width Area 

[min] [pA*s] 


0.0250 1.40514e5 
0.0166 10.29970 

0.0641 37.03053 

0.1352 716.25409 


Height Area 
[pA] % 


65269e4 99.45952 

9.51671 0.00729 

9.17309 0.02621 

66.76089 0.50698 


Totals : 1.41278e5 9.66123e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 2 7/12/2010 12:07:45 PM 


Page 1 of 1 
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Data File C;\HPCHEM\l\DATA\10110708.D 


Sample Name: BLANK 


Injection Date 
Sample Name 
Acq. Operator 

Sequence File 

Method 

Last changed 


7/12/2010 12:13:38 PM Seq. Line : 3 

BLANK Vial : 3 

Inj : 1 

Inj Volume : 1 ul 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\l\METHODS\VIAGRA.M 
11/1/2007 11:47:37 AM 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

1 1.059 BB S 0.0250 1.43456e5 9.84949e4 1.000e2 

Totals : 1.43456e5 9.84949e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


Instrument 2 7/12/2010 12:48:39 PM 


Page 1 of 1 
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Data File C;\HPCHEM\1\DATA\10110?09,D 


Sample Name: BlO-01784 


Injection Date 

7/12/2010 12:54:32 PM 

Seq. Line 

4 

Sample Name 


Vial 

4 

Acq. Operator 


Inj 

1 

Sequence File 
Method 

Last changed 

C;\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\l\METHODS\VIAGRA.M 
11/1/2007 11:47:37 AM 

Inj Volume 

1 ul 



Are$ Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
1.0000 


Signal 1: FIDl A, 


ak 

RetTime 

Type 

width 

Area 

Height 

Area 

# 

[min] 


1 

[min] 

[pA*s] 

_ 

[pA] 

% 

1 

1 

. 060 

BB 

S 

0.0248 

1.3459865 

9.37337e4 

98.40803 

2 

1 

. 149 

BB 

X 

0.0232 

19.70139 

14.13286 

0.01440 

3 

1 

. 398 

PB 


0.0255 

26.20567 

14,21782 

0.01916 

4 

1 

. 546 

PB 


0.0208 

9.64496 

6.69934 

0.00705 

5 

1 

.693 

VB 


0.0264 

69.30657 

39.66534 

0.05067 

6 

2 

. 194 

BB 


0.0198 

15.42561 

11.39723 

0.01128 

7 

2 

. 909 

VB 


0.0251 

27.21442 

15.01861 

0.01990 

8 

3 

.411 

BB 


0.0260 

11.48808 

6.08463 

0.00840 

9 

3 

. 988 

BB 


0.0117 

194.10916 

261.69882 

0.14192 

10 

4 

.606 

PB 


0.0174 

10.07472 

8.79020 

0.00737 

11 

4 

. 778 

BP 


0.0114 

67.92635 

94.51288 

0.04966 

12 

5 

. 737 

BB 


0.0133 

21.34249 

26.77799 

0.01560 

13 

6 

.290 

PB 


0.0186 

11.68428 

9.33570 

0.00854 

14 

6 

.352 

BB 


0.0126 

28.55777 

34.56991 

0.02088 

15 

7 

.806 

BB 


0.0159 

19.15476 

17.26973 

0.01400 

16 

8 

.788 

BV 


0.0199 

7.08711 

5.55850 

0.00518 

17 

17 

. 332 

BB 


0.0966 

42.16489 

5.74652 

0.03083 

18 

18 

.323 

BV 


0.1294 

1000.10138 

92.29748 

0.73120 

19 

18 

.400 

VB 


0.0750 

596.23688 

108.76326 

0,43592 
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Data File C:\HPCHEM\1\DATA\10110709,D Sample Name: BlO-01784 

Injection Date 
Sample Name 
Acq. Operator 

Inj Volume : 1 ul 

Sequence File : C:\HPCHEM\l\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\VIAGRA.M 

Last changed : 11/1/2007 11:47:37 AM 


12/2010 12:54:32 PM 



Seq. Line : 4 

Vial : 4 

Inj : 1 


Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

----I-I----!-I-I-I- 

Totals : 1.36775e5 9.45062e4 


*** End of Report *** 


Instrument 2 7/12/2010 1:29:34 PM 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\System7\06_02_10\721552.D 
KAC 

2 Jun 2010 20:22 

BLANK 


DRUGS.M 
RTE 



Abundance TtC: 721652.D\ctata.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


721552.D 


Tue Jan 25 14:02:48 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System7\06 02 10\721553.D 

Operator 

KAC 

Date Acquired 

2 Jun 2010 20:34 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

53 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 

800000 

600000 


TIC: 721653.D\clala.ms 

4.749 


400000- 

200000 

0 f I I p t I 1 ]-rj-i~T"^"r-r-r-T-T"r-i-rT ; i ■ i i ; ■ i i . | r j i i [ i i i i | i * rr ] i ■ i ' | i i -r T -p-r- 

Time-> 2.00 2.60 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.60 8.00 8,60 9.00 9.50 


Ret. Time Area Area % Ratio % 


4.749 992336 100.00 100.00 


7215S3.D 


Tue Jan 25 14:02:53 2011 


Page 1 


Corbett email PRR 010457 




Area Percent / Library Search Report 


Information from Data File; 

File Name : P; \Q2-2010\System7\06_02__10\721553 .D 

Operator : KAC 

Date Acquired ; 2 Jun 2010 20:34 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 53 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.75 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.723 to 4.919 min.: 721653,D\data.ms (-) 



m/E--> 40 60 80 100 _120^ 140 160 180 200 220 240 260 280 300 


Abundance #29; COCAINE 



721553.D Tue Jan 25 14:02:54 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System7\06_02_10\721572.D 

Operator 

KAC 

Date Acquired 

3 Jun 2010 00:35 

Sample Name 

BLANK 

Submitted by 

DXF 

vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 721672,D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


721572.D 


Tue Jan 25 14:03:11 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System7\06 0210\721573.D 
KAC 

3 Jun 2010 00:48 


DXF 

73 

DRUGS.M 
RTE 


Abundance 

2000000 

1600000 

1000000 


TIC: 721573.D\dala.ms 


4,755 


500000 


0 

Tfme-> 

3.929 

1 _ 

I ' ‘ I • ‘ ' 'T' .'I' v-p-r' 

2,00 2.50 3.00 3.50 4.00 4,50 

6-00 6-50 6.00 

' ' f ' 1 ' ' ' M ’ ' ' ’ 1 ■ 1 ■ ■ ' M ■ ■ ■ ' 1 ' ' ' ' 

6.50 7.00 7,50 6.00 6.50 9,00 9.50_. 

Ret. Time Area 

Area % 

Ratio % 

3.929 

4.755 

144943 5.55 

2466545 94.45 

5.88 

100.00 


721573 .D 


Tue Jan 25 14:03:15 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F; \Q2--2010\System7\06_02_10\721573 .D 
KAC 

3 Jun 2010 00:48 



DXF 

73 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLl.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.93 C: \Database\NIST05a,. L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.892 to 4.119 min.: 721573.0\data.ms (-) 



721573.D Tue Jan 25 14:03:16 2011 Page 2 
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Abundance Average of 4.712 to 4.924 min.: 721573.D\dala.ms (-> 



m/z-> 40 60 80 JOO 120 140 160 180 200 22p_ 24p_ 260 280 300 

Abundance #29: COCAINE 



mfz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


721573.D Tue Jan 25 14:03:16 2011 Page 3 
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Area Percent / Library Search Report 


Information from 

Data File; 

File Name : 

F; \Q2-2010\System7\06 02 10\721575.D 

Operator : 

KAC 

Date Acquired : 

3 Jun 2010 1:13 

Sample Name : 

BLANK 

Submitted by : 


Vial Number : 

2 

AcquisitionMeth; 

DRUGS.M 

Integrator ; 

RTE 


Abundance TIC: 721575.D\dala.fns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


721575.D Tue Jan 25 14:03:28 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q2-2010\System7\06_02_10\721576,D 
KAC 

3 Jun 2010 1:26 

COCAINE STD 

76 

DRUGS . M 
RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 

OS-pr-r 

Time-> 2.00 


TIC: 721576,D\data,ms 


4.749 


T-T-j -r T- T -' T I 1 T- 1 1 I i ! 1 I f I I I I f f rV ~ r f < < i i j i -ri-i-pr-n fr - r - r 'i —fTT ' T 'i —fr -T r 

2.50 3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.5 0 7.00 7.50 8.00 8.50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


4.749 


1086522 100.00 100.00 


721576.D 


Tue Jan 25 14:03:32 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\System7\06 02 

10\721576 .D 

Operator 

KAC 


Date Acquired 

3 Jun 2010 1;26 


Sample Name 

COCAINE STD 


Submitted by 



Vial Number 

76 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI,L 

Minimum Quality; 80 


C:\Database\NlST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


4.75 C;\Database\SLl.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


8i2 


0 


42 


|55 68 

. lij.kl ...ill,, 


Average of 4702 to 4.919 min.: 721576.D\data.nns (-) 


182 


94 105 


122 

! 


162 

135 I, 166 


198 


303 


214 


272 

242 259 I 288 


m/z-> 40 

Abundance 

80 

60 

40 

20 

0 


f I I !'■( c r-i I I I 1 I i I r'r'r .r-| .r .r-r-r-p 

60 80 100 120 140 160 180 200 220 240 260 280 300 


82 


42 


65 68 


# 29 : COCAINE 


182 


94 


m/z-> 


40 


ii|ir^r.i^ /~V'% '1* 

60 80 


105 


122 


35 166 


v 


198 

A.ir.7,'? 


244 259 

. ...j . 


272 


303 


.ri. 


100 120 140 160 180 200 220 240 260 280 300 


721576 .D 


Tue Jan 25 14;03;32 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


F;\Q2-2010\System7\06_02_10\720685,D 
KAC 

3 Jun 2010 8:23 

BLANK 
DXF 
2 

DRUGS.M 
RTE 


Abundance TtC: 720685.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


720685.D 


Tue Jan 25 14:04:52 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\System7\06 02 10\720686.D 
KAC 

3 Jun 2010 8:36 


DXF 

12 

DRUGS.M 
RTE 


Abundance 

800000 


4.' 

TIC: 720686.D\daJa.ms 

49 

600000 





400000 





200000 

0 

Time--> 


3.928 

\ 

1 


n '' r-'"' ' I 
2,00 2.50 3.00. 

. T-f-n-r-f^i-T-r-T-j-T--.' 

3,50. 4,10 4.50 

-^r-jTT T'i ^ 1 T 1 > 1 . r 

5.00 5,50 6,00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret, Time 

Area 

Area % 

Ratio % 

3,928 


243999 23.32 

30.42 

4,749 


802195 76.68 

100.00 


720686 .D 


Tue Jan 25 14:04:57 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System7\06_02_10\720686.D 
KAC 

3 Jun 2010 8:36 


DXF 

12 

DRUGS.M 
RTE 


Search 

Libraries; C;\Database\SLI,L 

C;\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.93 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance 


80 


60 


40 


20 


0 


15 


#59447: lmidazo[2,1-b}thiazoIe, 2,3,5,6-tetrahydro-6-phenyl- 

148 


61 


28 39 




73 




m/z-> 10 20 30 40 50 


63 

60 70 


89 




101 


121 


,109 


131 

IfV. 


n+t' 


157 


(S)- 


204 


176 


189 


80 90 100 110 120 130 140 150 160 170 180 190 200 


720686.D Tue Jan 25 14:04:57 2011 
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Abundance #29: COCAINE 



720686.D Tue Jan 25 14;04;58 2011 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile; 

F:\Q2-2010\System7\06_02_10\720688.D 

KAC 

3 Jun 2010 9:01 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 720688.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


720688.D 


Tue Jan 25 14:05:09 2011 
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Area Percent / Library Search Report 


Information from Data File:' 

File Name : F;\Q2-2010\System7\06_02_10\720689.D 

Operator : KAC 

Date Acquired : 3 Jun 2010 9:14 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 100 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 720689.D\data.nns 

1000000 

800000 
600000 
400000 
200000 
0 

Tinie--> 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

1122244 

100.00 

100.00 


720689.D Tue Jan 25 14:05:13 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\System7\06__02_10\720689 .D 
KAC 

3 Jun 2010 9:14 

COCAINE STD 

100 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

G:\Database\PMW_TOX2.L 


PKff RT Library/ID 


CAS# Qual 


1 4.75 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 

80 

60 

40 

20 

0 


42 


,65 68 


94 


105 


122 


#29: COCAINE 


182 


135 


m/z-> 


40 


60 


80 


4 - 


198 


214 


244 259 


272 


303 


T 


100 120 140 160 180 200 220 240 260 280 


300 


720689 .D 


Tue Jan 25 14:05:14 2011 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q2-2010\System7\06 01 10\721204.D 

Operator 

KAC 

Date Acquired 

1 Jun 2010 10:46 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 721204.D\dafa.fns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


721204.D 


Tue Jan 25 14:16:24 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name ; 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by r 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\Systera7\06_01_10\721205.D 

KAC 

1 Jun 2010 10:59 

COCAINE STD 


DRUGS.M 
RTE 


Abundance 

600000 

400000 

200000 


TIC: 721205.0\d3ta.ms 


0 


4.t49 


Tlme-> 2.00 2.50 3.00 3.60 4.00 4.50 5.00 5.50 6,00 6.50 7.00 7.50 8.00 8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

726704 

100.00 

100.00 


721205.D 


Tue Jan 25 14:16:28 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2010\System7\06_01___10\721205 .D 

Operator : KAC 

Date Acquired : 1 Jun 2010 10:59 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number ; 5 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,75 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,723 to 4.919 min.; 721205.D\data.ms (-) 



Abundance #29: COCAINE 



721205.D Tue Jan 25 14:16:29 2011 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q2-2010\System7\06 01 10\721208.D 

Operator ; 

KAC 

Date Acquired : 

1 Jun 2010 11:37 

Sample Name ; 

BLANK 

Submitted by : 

asd 

Vial Number ; 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 721208.D\data.fns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


721208.D 


Tue Jan 25 14:16:41 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System7\06_01_10\721209.D 

KAC 

1 Jun 2010 11:49 


DRUGS.M 
RTE 


Abundance 

2000000 

1600000 

1000000 - 

600000 

0V-p-T~T-T-p-r-T-T-,-i-r 


TIC; 721209.D\dafa.ms 

4.764 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,754 

2328298 

100.00 

100.00 


721209.D Tue Jan 25 14:15:50 2011 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-2010\System7\06_01_10\721209.D 

Operator : KAC 

Date Acquired : ^lJun2010 11:49 

Sample Name ; 

Submitted by ; 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




721209.D Tue Jan 25 14:15:51 2011 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File; 

File Name : 

F:\Q2-2010\System7\06 01 10\721226.D 

Operator : 

KAC 

Date Acquired ; 

1 Jun 2010 15:24 

Sample Name : 

BLANK 

Submitted by ; 

Vial Number : 

1 

AcquisitionMe th; 

DRUGS,M 

Integrator : 

RTE 


Abundance TIC: 721226.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


721226.D Tue Jan 25 14:16:56 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F:\Q2-2010\System7\06_01_10\721227.D 

KAC 

1 Jun 2010 15;37 

COCAINE STD 

27 

DRUGS.M 
RTE 


Abundance 


TIC: 721227.D\data.ms 


4.755 


600000 

400000 

200000 

0 i I iT 1 I I I I I I I 1 I I t I I I r 'l j I i 1 I I | i i i I [ I i i i 

Time-> 2,00 2.60 3.00 3.60 4.00 4.50 5.00 5.50 6,00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.755 

758775 

100.00 

100.00 


721227.D Tue Jan 25 14:17:00 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q2-2010\System7\06_01_10\721227,D 
KAC 

1 Jun 2010 15:37 

COCAINE STD 

27 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4,75 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 


8^ 


42 


I®,® 68 


Average of 4.723 to 4.887 min.: 721227.D\data.ms (-) 


182 


04 


105 


122 


135 


198 


214 

7 ’■ r-i- 


244 269 

-pr-T-r-i-pr 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 


272 

i 288 

. 

280 


303 


300 


Abundance 

80 

60 

40 

20 


82 


42 


^^55 6 8 


#29: COCAINE 


182 


94 


105 


122 


135 166 


198 


I 214 244 259 

' ‘ ' I ' I ’ ' pn-I I I I 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 


272 


303 


280 300 


721227.D 


Tue Jan 25 14:17:00 2011 


Page 2 


Corbett email PRR 010481 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q2~2010\SYSTEM4\05_28__10\720527 .D 
DCS 

28 May 2010 19:16 

BLANK 

1 

DRUGS 

RTE 


Abundance " ” . T(U:75i3527;D 



itme-> 2,00 ' 2.50.jpO 3.^6 4.00 '4.50 ' 4,00^', .6.0o ^50 ' 7.00 ’ 7.60 8.00 8.fe~0 ~'~9,b 6 ' "oio ' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


720527.D 


Tue Jan 25 14:58:20 2011 


Page 1 


Corbett email PRR 010482 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\05_28_10\720528.D 
DCS 

28 May 2010 19:29 

COCAINE STANDARD 

28 

DRUGS 

RTE 



' 1200000; 
I 10000001 


89 


T1C:T2052813 


8000001 
eoooooj 

4000001 

200000I 




hrime-> iOO ' ' 2io ' 

' S.bo 3.50 ' 4.bo ’ 4.50 5.00 

ifeO 6.00 ' 

’ 6.50 ' 7.00 ' ’ 7.50 8.bo 8.bb 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.890 

1273401 

100.00 

100.00 


720528 .D 


Tue Jan 25 14:58:24 2011 


Page 1 


Corbett email PRR 010483 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q2-2 010\SYSTEM4\05_2 8__10\72 0528 .D 
DCS 

28 May 2010 19:29 

COCAINE STANDARD 

28 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


3.89 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Butalbital (ME) 


000050-36-2 97 
000000-00-0 58 
000000-00-0 9 


Abundance 


82 


!\ ■.Timmy 


80 


60: 


40 i 


20 


42 


0^. .-(‘i'; 

'm/z-> 40 


182 


1 

j 

9 

^ 105 


I 

51 


i 

122 

198 

: , 67 I I 

i I . jl 'I i . I I. I ill . li n ll 



J, 135 

;. 207 

1 1 T^i ( [ ‘t ; 1 f f ! 

50 60 70 80 

' 90 ^ 

l 6 o 110 120 130 l 4 o 150 160 l/o 18 ( 

} 1^0 2 & 210 


: 207 222 242 260 


272 


281 


303 


Abundance 


82 


M65U2oc3ine 


FT6D8 


80: 


60 


40 


20 


O' 


182 


94 105 


,1, T .-rrtHir-p-:' 






303 

122 

1 

155 166 

198 

272 

.. 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 180 lOO 200 210 220 230 240 250 260 270 280 200 30O 


720528.D 


Tue Jan 25 14:58:25 2011 


Page 2 


Corbett email PRR 010484 






















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\05_28_10\720533.D 
DCS 

28 May 2010 20:36 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance TICTTSOSJS.D 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


720533.D 


Tue Jan 25 14:58:36 2011 


Page 1 


Corbett email PRR 010485 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM4\05_28_10\720534.D 

Operator : DCS 

Date Acquired : 28 May 201 0 20:50 

Sample Name : 

Submitted by ; LAG 
Vial Number : 34 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Aturiaance T(C: 720534.10 

3 90 

2500000! 

I 2000000; j 

: 1500000; j 

1000000 ^ ' 

: J 

5000001 I 

^ime-> *^2^00 ”^2.^0^ 3.00 ’ ' iSO 4.00 ' ' 4.bo ‘ ' ^00 ' ' 5 . ^ 0 ' ' 4bo ' 6.^0 ' ' 7.66 ’ 7.50 ’ 8.00 8.50 ' ’ 9.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.896 

2888817 

100.00 

100.00 . 


' 9.50 


720534.D Tue Jan 25 14:58:39 2011 Page 1 


Corbett email PRR 010486 










Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File; 

F:\Q2-2010\SYSTEM4\05 
DCS 

28 May 2010 20:50 


28 10\720534.D 


LAG 

34 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\PMW_TOX2.L 

C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3.90 C:\DATABASE\PMW_TOX2.L 
Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-) 


000050-36-2 97 
000000-00-0 58 
000000-00-0 9 


Abundance 

80| 

60. 


8? 


Average of 3.869'fo 4.0T7 min.T72D5'34TD (-) 
182 


401 


20 



94 



I; ; 

105 


42 

l| ; 

IS I 

!| i 

i i 

i I 


51 

l\ I 

i 122 

198 

I : 68 


i: ; • 152 166 

! 

ill -j .Jii:, 


131140 , 

; 207215 226 

4b 50 60 ' 70 'so 90 

l6b 110 120 130 140 150 l6o 170 ISO 190 200 210 2^0 230 


272 


282 


303 


Abundance 


80 i 


#466; Cocaine 


TT503 


82 


60 j 


401 


20 


182 


0 , 


94 105 




303 


122 


155 166 


198 


i T T-rl-r 


272 


m/z-> 40 50 60 70 80 90 100 110 120 130 l4o 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


720534.D Tue Jan 25 14:58:39 2011 


Page 2 


Corbett email PRR 010487 



























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\05_28_10\720550.D 

DCS 

29 May 2010 00:24 

BLANK 

1 

DRUGS 

RTE 


'Abundance. T!nr72D55fru 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


720550.D Tue Jan 25 14:58:49 2011 


Page 1 


Corbett email PRR 010488 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\05_28_10\720551.D 

DCS 

29 May 2010 00:38 

COCAINE STANDARD 

51 

DRUGS 

RTE 


3)89 


TtC:7205&1U 


Abundance . 

1200000 ) 

1000000i i 

I \ 

800000! ! 

' \ 

600000; ! 

400000! ; 

200000; i 

^ ibo 2.50" 3.00' 3,bb Xoo' 4.50' ' 5.00'' 5.bo'' aSb 6,50' fbo ' 7.50' 8.bb ' abb o.bb' 9^’ 


Ret. Time 

Area 

Area % 

Ratio % 

3.892 

1284120 

100.00 

100.00 


720551.D 


Tue Jan 25 14:58:53 2011 


Page 1 


Corbett email PRR 010489 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM4\05_28__10\720551 .D 
DCS 

29 May 2010 00:38 

COCAINE STANDARD 

51 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3.89 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-) 


000050-36-2 97 
000000-00-0 58 
000000-00-0 9 


Kbundarice 


ao: 


60 J 


40 


20: 


82 


V^varapof 3:870 to 3;sg2m 
182 


! 94 

I 105 


42 



1 

1 



; 51 

J ; 1 67 

ill-', 


1 : ,1! 

; 

t-hrr, 

122 

: 166 

198 

r 272 

: 214 223 244 258 | 281 i. 


Abundance 


#4’6'5: Cocaine' 


“PI5U3” 


82 


80- 


60; 


40 i 


20 ! 


or 


182 


94 105 



^ ii i 

122 

198 

, i;ll . 


155 166 i' 


272 


303 


Wz-> 40 ' 60 60 /o 80 90 100 110 120 136 140 ISO lOO 170' 180 190 200 2io"220 230 240 25o'260 270 280 26 o 300 


720551 .D 


Tue Jan 25 14:58:53 2011 


Page 2 


Corbett email PRR 010490 

























Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F;\Q2-2 010\System7\06_23_10\727023 .D 
ASD 

23 Jun 2010 13:05 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TtC: 727023.D\data.nis 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


727023.D Tue Jan 25 14:53:57 2011 


Page 1 



Corbett email PRR 010491 




Area Percent / Library Search Report 


Information from 

Data File; 

File Name : 

F;\Q2-2010\Sy3tem7\06 23 10\727024.D 

Operator : 

ASD 

Date Acquired ; 

23 Jun 2010 13:17 

Sample Name ; 

COCAINE STD 

Submitted by : 


Vial Number : 

24 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance 


800000 


TIC: 727024.D\dala.ms 


600000 


400000 


200000 


0 


4.: 

’49 


i 


Time-> 2.00 2,50 3,00 3.50 4.00 4.50 5.00 5,50 6,00 6.50 7.00 7.50 8.00 8,50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

974590 

100.00 

100.00 


727024 .D 


Tue Jan 25 14:54:01 2011 


Page 1 


Corbett email PRR 010492 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System7\06_23_10\727024.D 

Operator : ASD 

Date Acquired : 23 Jun 2010 13:17 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 24 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.717 to 4.908 min.: 727024.DWata.ms {-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 

Abundance #29: COCAINE 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


727024.D Tue Jan 25 14:54:02 2011 Page 2 


Corbett email PRR 010493 






Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System7\06_23__10\727031.D 
ASD 

23 Jun 2010 14:46 

BLANK 

ASD 

1 

DRUGS.M 
RTE 


Abundance TIC: 727031 .DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


727031.D Tue Jan 25 14:54:15 2011 


Page l 


Corbett email PRR 010494 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\System7\06_23_10\727032.D 
ASD 

23 Jun 2010 14:59 


ASD 

32 

DRUGS,M 
RTE 


Abundance 

150000o| 


4.t49 


TIC: 727032.O\dala.ms 


1000000 

600000' I 

0 VyT'TT-T-'j-T-T-T—ryr-T“T-T-|-r~r‘T^»~r-i“T"r'ryT-V t j i i f i [ i i i i f i i i i j i t t i | i i i i | i i r i j i i t i ^ i i f i j r i 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,749 

1827046 

100.00 

100.00 


727032.D Tue Jan 25 14:54:19 2011 Page 1 


Corbett email PRR 010495 







Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q2-2010\System7\06_23_10\727032.D 

Operator : ASD 

Date Acquired : 23 Jun 201 0 14:59 

Sample Name : 

Submitted by : ASD 
vial Number : 32 

AcquisitionMeth; DRUGS.M 
Integrator : RTB 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.712 to 4.951 min.: 727032. 0\daia.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


727032.D Tue Jan 25 14:54:19 2011 Page 2 


Corbett email PRR 010496 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System7\06_23_10\727044.D 

ASD 

23 Jun 2010 17:30 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 727044.O\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


727044.D 


Tue Jan 25 14:54:33 2011 


Page l 


Corbett email PRR 010497 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System7\06_23_10\727045.D 
ASD 

23 Jun 2010 17:43 

COCAINE STD 

45 

DRUGS.M 
RTE 


Abundance 


TIC: 727046.D\da(a.ms 

4.149 


800000 

600000 

400000 

200000 

0 

Time-> 


'r^'n 1 T-p7-7-T-i-j-T"T"r-T-prT’T“T*]-"rT~r”r“j"rV‘^'r-^"Tr-r~ri { r i i t | i i n ~T T ' n r r |~ r r" r~r [ '~T " r r •r- y T " r T ' V |‘ " f" r 'rT~pi~T 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

1006171 

100.00 

100.00 


727045.D 


Tue Jan 25 14:54:38 2011 


Page 1 


Corbett email PRR 010498 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired t 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data Pile; 

F; \Q2~2 010\System7\06_23_10\727045.D 
ASD 

23 Jun 2010 17:43 

COCAINE STD 

45 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMl4 TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.75 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


42 


Abundance 

80 
60 
40 

20 

0 V-y* 

m/z-> 40 

Abundance 

80 
60 

40 

20 

0' 


82 


Average of 4.696 to 4.898 min.: 727045.D\(}ata.ms {-) 


182 


,55 




67 


94 


105 


122 


60 


80 100 120 


82 




-r-p-r‘ 

140 


198 




208 222 


272 

245 259 I 268 


303 


42 


55 68 


160 180 200 220 240 260 

#29: COCAINE 

182 


"T ' ] - 

280 


-+T- 


300 


94 


105 


122 


135 156 


198 


214 


m/z-> 


40 


60 


80 100 120 140 160 180 


‘ '1 I I ' I t ' ' 

200 220 


244 259 


272 


303 


240 260 280 300 


72704S.D Tue Jan 25 14:54:38 2011 


Page 2 


Corbett email PRR 010499 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C;\msdchem\l\System7\07_01_10\728520.D 
DJR 

1 Jul 2010 14:16 

BLANK 

1 

DRUGS . M 
RTE 



Abundance TIC: 728520.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


728520.D 


Tue Jan 25 13:27:47 2011 


Page l 




Corbett email PRR 010500 




Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\msdchem\l\System7\07_01_10\728521.D 

DJR 

1 Jul 2010 14:29 

COCAINE STD 

21 

DRUGS,M 
RTE 


Abundance 


1000000 


600000 


TIC: 728521.DWala.ms 

4.739 


0 


Tinie-> 2.00 2.50 3.00 3.60 4.00 


-n-p 

4.50 


T 


T 


T' 


6.00 5.60 6.00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

1313020 

100.00 

100.00 


728521.D Tue Jan 25 13:27:51 2011 


Page 1 


Corbett email PRR 010501 





Area Percent / Library Search Report 


Information from Data File; 



File Name 

C:\nisdchem\l\System7\07 01 

10\728521,D 


Operator 

DJR 



Date Acquired 

1 Jul 2010 14;29 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

21 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Patabase\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASS 

Qual 


1 4.74 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



728521.D 


Tue Jan 25 13:27:52 2011 


Page 2 


Corbett email PRR 010502 







Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07 01 10\728535.D 
DJR 

1 Jul 2010 17:25 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC: 728535.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


728535.D 


Tue Jan 25 13:28:06 2011 


Page 1 


Corbett email PRR 010503 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_01_10\728536.D 
DJR 

1 Jul 2010 17:38 


ASD 

36 

DRUGS.M 
RTE 


Abundance 

4000000 


3000000 


2000000 


1000000 


0 


TIC; 728536.D\dafa.ms 


4.t49 






3.913 

r'T 


A. 




Time-> 2.00 2.60 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.913 

150464 

2.67 

2.75 

4.749 

5480202 

97.33 

100.00 


728536.D Tue Jan 25 13:28:10 2011 


Page 1 


Corbett email PRR 010504 





Area Percent / Library Search Report 


Information from Data File; 

File Name ; C; \msdchem\l\System7\07_01__10\728536 . D 

Operator : DJR 


Date Acquired 
Sample Name 
Submitted by 
vial Number 


1 Jul 2010 17:38 



AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.91 C:\Database\NIST05a.L 


Imidazo 

[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

99 

Imidazo 

[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 

Imidazo 

[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 


Abundance Average of 3.886 to 4.098 min.; 728536.D\dala.ms (-) 



m/z-> 40 50 60 70 80 90 100 IIO IM 130 140 160 160 170 180 190 200 210 220 2 

Abundance #59443: lmidazo[2,1-b]lhiazoIe, 2,3,5.6-letrahydro-6-phenyl- 



m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


728536.D Tue Jan 25 13:28:11 2011 Page 2 


Corbett email PRR 010505 







Area Percent / Library Search Report 


Information from Data File; 



File Name 

C:\msdchem\l\System7\07 01 

10\728536.D 


Operator 

DJR 



Date Acquired 

1 Jul 2010 17:38 



Sample Name 




Submitted by 

ASD 



vial Number 

36 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C; \Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C;\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASjj 

Qual 


2 4.75 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 


80 


60 


40 


20 


42 


8 ? 


55 68 


94 


105 


122 


#29: COCAINE 


182 


135 166 


m/z-> 


40 


60 




198 


214 


244 259 


272 




303 


80 100 120 140 160 180 200 220 240 260 280 


300 


728536.D Tue Jan 25 13:28rll 2011 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

C:\msdchem\l\System7\07_01_10\728542.D 
DJR 

1 Jul 2010 18:54 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 728642.b\daia.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


728542,D 


Tue Jan 25 13:28:24 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C: \msdchem\l\System7\07__01_10\728543 .D 
DJR 

1 Jul 2010 19:07 

COCAINE STD 

43 

DRUGS . M 
RTE 


Abundance 

1500000 


1000000 


500000 


TiC: 728543.D\dafa.ms 


0 


4,739 


Time-> 2.00 2.60 




3.50 


n-r-y“r-r 

4.00 


I ' ' T ■ . 1 ■ I * ■ 1 I I I 1 I ( -i-i-t-t-t-j-vi p I { I I > I I I I I I ^.-T-r-i-v-y-r-t- 

4.50 6.00 5.50 6,00 6.50 7.00 7.50 8,00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 


4.739 1407529 100.00 100.00 


728543.D 


Tue Jan 25 13:28;28 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired r 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C; \msdchem\l\System7\07_01_10\728543 D 
DJR 

1 Jul 2010 19:07 

COCAINE STD 

43 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI,L 

C;\Database\NIST05a,L 

C;\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality; 80 

PK# RT Library/ID 

CAS# 

Qual 


1 4.74 C:\Database\SLl.L 

COCAINE 000050-36-2 99 




728543.D 


Tue Jan 25 13:28:29 2011 


Page 2 


Corbett email PRR 010509 






Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator : 

Date Acquired 
Sample Name ; 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\07_01_10\728446.D 

DJR 

1 Jul 2010 20:28 

BLANK 

1 

DRUGS 

RTE 



lASuhtlance. Tlcy72M4BU 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


728446.D 


Tue Jan 25 13:24:04 2011 


Page 1 


Corbett email PRR 010510 



















Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\07_01_10\728447.D 

DJR 

1 Jul 2010 20:41 

HEROIN STD 

47 

DRUGS 

RTE 


1200000: i 

; i i 

^ t 

1000000 ^ ( 

800000; 

; eooooo; I 

i 4000001 I 

! i :! 

j 200000] I 

^ ll 

Time-> 2.66 2.bq ' 3.00 ’ ifeo '4.06 ' 4.50^ 


Ret. Time 

Area 

Area % 

Ratio % 

5.323 

1700349 

100.00 

100.00 



728447.D 


Tue Jan 25 13:24:08 2011 


Page 1 
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Library 

Quality 

ID 

AbundFnce 

9000 i 

i 

8000 i 

i 

70001 
6000 


Searched 


43 


C;\DATABASE\NIST98.L 
99 

Diacetylmorphine 


■Bcarr^?75:323"min}: 728447. D (-) 


327 


5000 

: 1 

208 

I 4000 


310 

I 3000 

1 81 

215 i I 



146 : ; ; 

2000: 

f ^ 94 115 

162 M : 


g 59 i : 

1000! 

I H .1 j 1 1 

28 ; I ! 181 ! : 

,l: n!. il, M 197! : 238 253 '! 

Oi 


!g! i:;.| L ,, , ■... i 297 g 


369 


352 


__ 0 

Abundance 


9000; 

8000! 

7000: 

6000! 

5000 

4000 

3000 

2000 

1000 


20 40 60 80 100 


#101799: Diacetylmorphine 


.4:^ ^ i 

400' 420"440 I 


327 


369 


43 

1 

204 

268 310 

i 

1 

j 


i 

il 59 

15 ii ■! 

i 30 ,n 

T '«162 

! “ 1 ! fl75 

j 284 ! ! 

226 253 1 i i 

,,ii 239 1 J, 297 1: 

1 340 I 

i 

i 

! 

6 2'o '' 4'o e'o ' 

e'o i 66 -iio 140 i 66 i^o 260 2^0 240 2^6 260 3(io 3^0 

340' 3^0 

380' 40O 420 440 j 

1 


o 


o 


o 


0 


o 


N 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\07 01 10\728447.D 

Operator 

DJR 

Date Acquired 

1 Jul 2010 20:41 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

47 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.32 

C:\DATABASE\PMW TOX2.L 





Heroin-M (6-acetyl-morphine) 

059833-14-6 

90 



Morphin 2AC 

@ 000561-27-3 

62 



Naloxone AC 

000000-00-0 

38 


Kbijridahce.Average or5.29"1 lo 5.450 min.: 728447b (-) 

' : ^*3 


80i 


60 i 


40 


268 


327 


310 


369 





81 


204 


i 1 

20 



! 115 ^i^162 


r 

f 


1 : 

i 1 



59 

1 1 , ■ , 


• 


! i 




jii i li ll 

181 

i 253 ■ 

, 284 


Q 







341356 ]; 383 

m/z-> 

4C 

' eti ’ 

‘ eb ibo 1^/140 ibo 

'18^ 

200' 2^0" 240 "260 

'^260 360" 

320'^ 340' 360 380 


383 405 424 444 461 479 


Abundance 


80; 


60: 


40 


20 { 


Ov, 


59 


?525; Rer6in-M76-acetyl-niorpliine) P1628 

327 


268 


215 


94 


124 


146 


162 


285 


310 


I r-rr-ri-j-| ! 


m/z-> 40 60 80 100 120 140 


Teb l&' ioo 2:^0 240 260" 2& '360 320" 34o sbo sbo 4ob 4^6' 44o‘ So 


728447.D Tue Jan 25 13;24:09 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D;\SYSTEM4\07_01_10\728462.D 
DJR 

2 Jul 2010 00:05 

BLANK 
ASD 
2 

DRUGS 

RTE 



iim8-> 2,fe0 3.00 ’3,56 ’ 4^ " '4.56 5,00 4,56 6.00 6.50 7,00 7.5o ^00 8.50 9,bo ^6 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


728462.D Tue Jan 25 13:24:22 2011 Page 1 


Corbett email PRR 010514 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM4\ 
DJR 

2 Jul 2010 


ASD 

63 

DRUGS 

RTE 


07_01_10\728463 .D 
00 :19 


Abundance 

700000i 
! i 

: eoooooi 
; 

i 500000; 

i 400000; 

300000; 

i 

200000 ; 

100000; 2.82 
Time-> ^ 2,00 ’ 2.50 ' ' ioo 


T(C;728463.D 


5131 


3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.616 

156309 

15.37 

18.16 

5.313 

860812 

84.63 

100.00 


728463.D 


Tue Jan 25 13:24:26 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D:\SYSTEM4\07_01_10\72a463.D 

Operator : DJR 

Date Acquired : 2jrul 2010 00:19 

Sample Name : 

Submitted by : ASD 

Vial Number : 63 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 0 


CAS# 


Qual 


2.62 C:\DATABASE\PMW_TOX2.L 
Caffeine 

Endogenous biomolecule 3AC 
Mescaline AC 


000058-08-2 94 
000000-00-0 9 
000000-00-0 4 


jAbundanca 




I oU^ 

40 

Abundance 


.li'i 1-1'I 'h‘. 

60 80 


180 1207221235249 271285299313 330 355 381 413 


464477 


"l6o liO 140’ 160’ 2^0’ 2i^' ^246' ^60 "^6 360’ 3^0 340 360’ 380' 460 420 440 4§o" 

“ “ W1:Cafrane P82T.... “ 

194 


00 

ro 




137 165 



:nn/z-> 40 6'0 80 100 li6 140 160 180 200 2^0 240 260 280 300 320 340 360 38o 40o' 420 440 46o' 

728463.D Tue Jan 25 13:24:27 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \ SYSTEM4\ 
DJR 

2 Jul 2010 


ASD 

63 

DRUGS 

RTE 


07_01_10\728463 .D 
00 :19 


Search Libraries 


C;\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

5.31 

C:\DATABASE\PMW_TOX2.L 





Morphin 2AC 

@ 000561-27-3 

94 



Heroin-M (6-acetyl-morphine) 

059833-14-6 

89 



Heroin-M (3-acetyl-morphine) 

000000-00-0 

38 


Abundance 


43 


Average 605387 to 53girm]nT72B4S3.DTr 


80; 


60: 


i .i 

40! !| 


20 


81 


59 


327 


268 

I 


310 


115 


215 

i 


^ N' is ' J 

0 ii''- 


181 


197! 


238253 

1 . !| .1, 


284 


369 


341355 384 403 429 447461 480 


;m/z^> 40 Jo_ sb 100 lib i 4 o' i 8 b 2 00'ibo "24b' ibo ' '280 300^320 340' '360^ 80' ibb 4ib''4<io ^Ib' 480 

JAbundance . . 


W25: Morphin 2ACr 


80! 


60, 


i PI 779 
327 


369 




268 

i 

i 

401 


i 310 i 



204 



20j 



j 

' 



284 





220 251 i| 

:] 355 


0! 

. 

i i : ! 1 



m/z-> 40 

60 80 100 liO 140 160 180 200 220 240 2bo 280 300 

3M 340 abb 

380 400 420 44 b’ 460 '480 


728463.D Tue Jan 25 13:24:28 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \SYSTEM4\07_01__10\728471 .D 
DJR 

2 Jul 2010 2:07 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


728471.D 


Tue Jan 25 13:24:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\07_01_10\728472.D 

DJR 

2 Jul 2010 2:20 

HEROIN STD 

72 

DRUGS 

RTE 


Abundance 
i 1500000 i 

^ 1000000 ^ 


500000' 


Iime--> 2.00 


iricrr2S472:u 

5|32 



i 

i 

\ i 

2.50 _ 3.00 3^0 4.00 4.50 5.66 

5.^0 6 . 6 o . 6.50 7.00 7 . 56 ' 8.00 8 . 5o 9.00 9.56 ' ' 


Ret. Time 

Area 

Area % 

Ratio % 

5.319 

1871291 

100.00 

100.00 


728472.D 


Tue Jan 25 13:24:39 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \SYSTEM4\07_01_10\728'472 .D 
DJR 

2 Jul 2010 2:20 

HEROIN STD 

72 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW__TOX2.L 

C;\DATABASE\NIST98.L 


Minimum Quality; 90 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.32 

C:\DATABASE\NIST98.L 




Diacetylmorphine 

000561-27-3 

99 


Diacetylmorphine 

000561-27-3 

99 


Diacetylmorphine 

000561-27-3 

99 


Abundance 


43 


Average of5.287 W5^4'141nin.; 728'472TJpy 


80.: 


60 


401 


20 ; 


81 


215 


59 


116 

i 


146 


m 

iiij i 


I Ui :!lt J. 


162 j 

i 181 i 
M !: ! 197! 


268 


238253 ?| 


327 


310 


284 


369 


341355 


403 429 


458 


hi/z-> 


20 40 60 80.1_to i20 140 1^0 l80 206 220 '2l6 20O 286' 300 320^346' 3to 3& 400 420"440 ’460 


Abundance 







#101799: DiacetylmorpHine 

327 


' SOI 

i 

1 ! 








369 

60' 









i 

J 

40! 

43 






268 310 


i 








204 i 

I 



20 ' 

0 :"? 


59 

81 

124 

®®11Q 

146 .jQ2 

.181 

^ . I 226 253 

355 


m/z-> 20 

40 

60 

80 

100 120 

140 I 6 O' 

'180 

'260 226 240 260 280 360 320 

340 360 

380 400 42o' 44o' 4^0 ; 


728472.D Tue Jan 25 13:24:40 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\msdchem\l\System7\07_02_10\728980.D 

Operator : DJR 

Date Acquired : 3 Jul 2010 8:41 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: VIAGRA.M 
Integrator : RTE 


Abundance TIC: 728980.D\data.nis 

40000 

30000 

20000 

10000 

0 

Time-> 2 


Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


728980.D Tue Jan 25 13:30:35 2011 Page 1 
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.00 4.00 6.00 8,00 10.00 12.00 14^00 16.00 18.00 20.00 22^00 24.00 26.00 28.00 30.00 32.00 34.00 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

C;\msdchem\l\System7\07 02 10\728981.D 

Operator 

DJR 

Date Acquired 

3 Jul 2010 9:20 

Sample Name 

SILDENAFIL STD 

Submitted by 
Vial Number 

81 

AcquisitionMeth 

VIAGRA.M 

Integrator 

RTE 


Abundance 

600000 

400000 

300000 

2000001 

100000 


TIC: 728981.D\dafa.ms 


24.611 


ov 




r-p-r-T-T -y i 1 1 T I I t I I I t I I I p T-T-T- T -[- T - r -T-T 7 - T -|- T -r7-T-T I 1 | < I I ; I I i i i | i i i i j i i 

Time-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.0 0 18.00 20.00 22.00 24.00 26.00 28.00 30.00 32.00 34.00 


Ret. Time 

Area 

Area % 

Ratio % 


24.611 

7626044 

100.00 

100.00 



728981.D Tue Jan 25 13:30:41 2011 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\07_02_10\728981.D 

Operator : DJR 

Date Acquired : 3 Jul 2010 9:20 

Sample Name : SILDENAFIL STD 

Submitted by : 

Vial Number : 81 

AcquisitionMeth: VIAGRA,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 24.61 C:\Database\SLl.L 

SILDENAFIL 139755-83-2 91 

SILDENAFIL 139755-83-2 47 


Abundance Average of 24,053 to 24.990 min.: 728981.DWata.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


728981.D Tue Jan 25 13:30:42 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07_02_10\728983.D 
DJR 

3 Jul 2010 10:38 

BLANK 
KAC 
2 

VIAGRA.M 
RTE 


Abundance TIC: 728983.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


728983.D Tue Jan 25 13:32:32 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by ; 
Vial Number : 

AcquisitionMeth; 
Integrator ; 


C:\msdchem\l\System7\07_02_10\728984.D 

DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Abundance TIC; 728984,OXdata,ms 



Ret. Time 

Area 

Area % 

Ratio ' 

1.938 

238222 

0.55 

0.81 

2.098 

391563 

0.91 

1.33 

2.252 

946799 

2.19 

3.21 

2.561 

229537 

0.53 

0.78 

2.905 

300205 

0.70 

1.02 

3.113 

332500 

0.77 

1.13 

3.214 

168288 

0.39 

0.57 

3.303 

175710 

0.41 

0.60 

3.487 

259625 

0.60 

0.88 

3.582 

1228729 

2.85 

4.16 

3.861 

193656 

0.45 

0.66 

3.974 

213908 

0.50 

0.72 

4.074 

498382 

1.16 

1.69 

4.187 

192895 

0.45 

0.65 

4,318 

329616 

0.76 

1.12 

4.371 

207320 

0,48 

0.70 

4.579 

126049 

0.29 

0.43 

4.739 

393321 

0.91 

1.33 

4 . 828 

119059 

0.28 

0.40 

4 . 917 

4100946 

9.50 

13.89 

5.083 

147941 

0.34 

0.50 

5.422 

269763 

0.63 

0.91 

5.742 

1575304 

3.65 

5.34 

6.716 

213487 

0.49 

0.72 

7.357 

390378 

0.90 

1.32 

24.848 

29521126 

68.42 

100.00 

26.997 

383999 

0.89 

1.30 


728984 ,D 


Tue Jan 25 13:32:36 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07_02_10\728984.D 

DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 1.94 C;\Database\PMW_TOX2.L 

2-Methylpropane 
Metobromuron 
Monolinuron 


000075-28-5 2 
003060-89-7 1 
001746-81-2 1 


Abundance 


Average of 1.896 to 1.967 min.: 728984,DWata.ms (-) 



m/z-> 30 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


728984 .D 


Tue Jan 25 13:32:37 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


02_10\728984 ,D 


Search 

Libraries: C;\Database\SLI.L 

Minimum Quality; 

: 80 


C;\Database\NIST05a.L 

C; \Database\PMVJ_T0X2 . L 

Minimum Quality: 

; 80 

PK# 

RT Library/ID 

CAS# Qual 

2 

2.10 C;\Database\PMW TOX2.L 




Ethylene glycol 

000107-21-1 

4 


PCME precursor (methylamine) 

000074-89-5 

2 


Methanol 

000067-56-1 

1 


Abundance 

80 

60 

40 

20 

0 


51 


42 


Average of 2.068 to 2,211 min.: 728984.0\data.ms (-) 


65 

rVi 


62 


72 


102 


. 91 , T 133 151 207 

[ T y t " r T " T -| - rT' )- f|‘t-r r " 'i | " t " T i r 'l' T-T' T - r] 'rT''^T'''f~rT*rr|'‘T‘7*rrT-rr'rr~n r r rTT-r r -r^T~ rT ~i‘yr i -'r i r' r | - rT'-r r f-T-' rT-T 'T' Ti ' rry 

m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 




#766: Ethyiene glycol 


P5 


43 


Abundance 

80 
60 

40 

20 

0 1 ■ ^-j “r! r V pT't'T'ryT ( 'T'i i ) i i | m i : | i i i r j i i i i j i i i i j t ■ i < j i i r t | i i : i f i i l i j i i i i | i i i i"p i i i | i i ) p | 

m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


62 


ii-rv-(44!,-TT-T"TT-r-f^trT 


728984 .D 


Tue Jan 25 13:32:37 2011 


Page 3 


Corbett email PRR 010527 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\07_02_10\728984.D 

Operator ; DJR 


Date Acquired 
Sample Name 
Submitted by 
vial Number 


^ .Tin ofiiQ 11:17 



AcquisitionMeth; VIAGRA.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMVJ TOX2 . L 

PK# RT Library/ID CAS# Qual 


3 2.25 C:\Database\NIST05a.L 


2,5-Furandione, 

dihydro-3-methylene 

002170-03-8 

94 

2,5-Furandione, 

3-methyl- 

000616-02-4 

91 

2H-Pyran-2-one 


000504-31-4 

83 


Abundance Average of 2,211 to 2.347 min,: 728984-0\dala.ms (-) 



728984.D Tue Jan 25 13:32:38 2011 Page 4 


Corbett email PRR 010528 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \msdchem\l\System7\07__02__10\728984 .D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__TOX2 , L 


PK# RT Library/ID 


CAS# Qual 


4 2,56 C; \Database\PMl'f_T0X2 .L 

MECC -HCN 
Endothal 
Oxaceprol MEAC 


@ 000000-00-0 43 

000145-73-3 2 

@ 000000 - 00-0 1 


Abundance 




Average of 2.519 to 2.638 min.: 728984.DWala.ms (-) 




m/z-> 


30 36 40 46 60 66 60 66 70 75 80 85 90 95 100106110116 120125 130 135 140 145 


728984 .D 


Tue Jan 25 13:32:38 2011 


Page 5 


Corbett email PRR 010529 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07_02_10\728984.D 

DJR 

3 Jul 2010 11:17 


KAC 
84 

VIAGRA,M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKft 

RT Library/ID 

CAS# 

Qual 


5 2.91 C;\Database\PMW_TOX2.L 

Hydroquinone-M (2-HO-) 
Prolintane-M (HO-phenyl-) AC 
Perhexiline-M (HO-) 2AC 


@ 000533-73-3 9 

000000 - 00-0 2 

000000 - 00-0 2 


Abundance 


80 


60 

40 

20 




43 


30 38 


[ I 

30 35 40 


Average of 2.881 to 2.953 min.: 728984.0\dala.ms (-) 


55 


51 


45 50 


61 




97 


55 60 65 70 75 


rfTT 

80 


111 


126 


85 90 


95 100 105 liO 115 120 125 130 



728984.D Tue Jan 25 13:32:39 2011 Page 6 


Corbett email PRR 010530 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984.D 
DJR 

3JU12010 11:17 

84 

VIAGRA. M 
RTE 


Search 

Libraries; C;\Database\SLI,L 

Minimum Quality 

: 80 


C;\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# 

RT Library/ID 

CAS# Qual 

6 

3.11 C:\Database\PMWT0X2.L 




Ethylene oxide 

000075-21-8 

4 


Dimethylformamide 

000068-12-2 

2 


PCDI precursor (dimethylamine) 

000124-40-3 

2 


Abundance Average of 3.042 to 3.166 mm.: 728984.DWaia.ms (-) 



m/z-> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


728984.D Tue Jan 25 13:32:40 2011 


Page 7 


Corbett email PRR 010531 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07_02__10\728984 .D 
DJR 

3 Jul 2010 11; 17 


KAC 

84 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NlST05a.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CASjf 

Qual 


7 3.21 C:\Database\PMW_TOX2.L 

PCME precursor (methylamine) 
Ethchlorvynol 

Eticyclidine prec. (ethylamine) 


000074-89-5 2 
000113-18-8 1 
000075-04-7 1 


31 


Average of 3.172 to 3.279 min.: 728984.D\data.ms (-) 


55 


116 


Abundance 

80 
60 
40 
20 

0 r j+ri+ f 4 ft ry f I t .- p - H -f i - i TTf f fh -H';. | f -l ■-|l I . ■ | i T i'l 1 fr 1 ! I ■| T - | -rrin i I r rf l r r -r , 

m/z-> 25 30 35 40 45 50__56 60 65 70 75 80 85_ 90 95 100 105 110 115 120 

Abundance #3619: PCME precursor (methylamine) @ P3 


42 


38 


47 


51 


85 


60 


70 


74 


81 
I *■>■< 


91 


9,8 102 

r++Wh 



728984.D Tue Jan 25 13:32:41 2011 Page 8 


Corbett email PRR 010532 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Cr\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 
84 

VIAGRA.M 

RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3.3 0 C: \Database\PMW__T0X2 ,L 

Propranolol-M (1-naphthol) 
Propoxur impurity-M 
Carbaryl 


000090-15-3 

000000 - 00-0 

000063-25-2 


7 

7 

4 


Abundance 


Average of 3.285 to 3.380 min.: 728984.D\data.rns (-) 



144 


122 




rprrrrp 




m/z-> 35 40 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 120 125 130 135 140 145 

Abundance #928: Propranolol-M (l-naphthot) P576 


80 

60 

40 

20 

0 


144 


115 


58 


63 


72 


T'T'p rTTrr'TTTyrriTprt 


89 




126 

TTTTTT+TTTJT 


m/z-> 35 40 45 50 55 60 65 70 76 80 85 90 95 100 105 110 115 120 125 130 135 140 145 


728984 .D 


Tue Jan 25 13:32:41 2011 


Page 9 


Corbett email PRR 010533 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11; 17 


KAC 

84 

VIAGRA.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


C:\Database\PMW_T0X2.L 
Mefruside -S02NH 
Mefruside ME 
Mefruside 2ME 


000000 - 00-0 2 

000000 - 00-0 1 

000000 - 00-0 1 


Abundance 


Average of 3.457 to 3.640 min.: 728984.D\da(a.ms (-) 


43 66 


110 

98 I 126 


m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170180 190 200 210 220 230 240 250 260 


Abundance 


#3058: Mefruside -S02NH 


m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160170 180 190 200 210 220 230 240 250 260 


728984.D 


Tue Jan 25 13:32:42 2011 


Page 10 


Corbett email PRR 010534 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 

Sample Name _ 

Submitted by ; KAC 

Vial Number : 84 

AcquisitionMeth: VIAGRA.M 
Integrator : RTE 


C:\msdchem\l\System7\0702_10\728984.D 
DJR 

3 Jul 2010 11:17 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 

C : \Database\PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# RT Library/ID 

CAS# 

Qual 


10 3.58 C:\Database\NIST05a.L 

2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 89 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 89 
Benzenemethanol, 3-fluoro- 000456-47-3 43 


Abundance Average of 3.540 to 3.629 min.: 728984.D\data.ms (-) 



728984 .D 


Tue Jan 25 13:32:43 2011 


Page 11 


Corbett email PRR 010535 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator ; 


C:\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 
84 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

11 

3.86 

C:\Database\PMW_T0X2.L 
Ethylacetate 

® 000141-78-6 

9 


Abundance 


80 


43 


Average of 3.825 to 3.884 rnin.; 728984.D\data.ms (-) 


60i 

40 
20 
0 Trrr 


31 


..Ai 


55 


"n f r 


61 


I I'r y 96 109',i' i 1 13^ 

I f n 1 1 H 1 1 [ 1 11 M r f t r j: n I [ ) W ri'hrty i Vl 1 1 riTyn 111 l iri j i I'il | ; 1 111111 1 111 


75 


84 


101 


126 


144 


91 96 


114119 


132 139 


m/z-> 25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 10010611.0J15120125130t35140146 

Abundance #60: Ethylacetate @ P278 


80 

60 

40 

20 


43 


27 


m/z-> 


r|+r 


61 70 


88 


I j I H I j M r 1 [ r I [ I p 1. 1 j I I 111 r 


26 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100105110115120125130135140145 


728984.D Tue Jan 25 13:32:44 2011 Page 12 


Corbett email PRR 010536 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\07__02_10\728984.D 

Operator : DJR 

Date Acquired : 3 Jul 201 0 11:17 

Sample Name : 

Submitted by ; KAC 
Vial Number ; 84 

AcquisitionMeth; VIAGRA.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CASff 

Qual 

12 

3.97 

C : \Database\PMVJ__T0X2 . L 





Butocartaoxim 

034681-10-2 

16 



Stearyl alcohol 

000112-92-5 

9 



Cyclotetradecane 

000295-17-0 

9 






728984.D Tue Jan 25 13:32:44 2011 Page 13 


Corbett email PRR 010537 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NlST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


13 4.07 C:\Database\PMW__TOX2.L 

Acetic acid anhydride 
Ethylacetate 


000108-24-7 7 
000141-78-6 2 


Abundance 


Average of 4.039 lo 4 157 min.: 728984.D\data.ms (-) 



m/E-> 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


728984.D Tue Jan 25 13:32:45 2011 


Page 14 


Corbett email PRR 010538 





Area Percent / Iiibrary Search Report 


Information from Data File; 

File Name : C;\msdchem\l\System7\07 02 10\728984 .D 

Operator : DJR 

Date Acquired ; 11:17 

Sample Name ; 

Submitted by : KAC 

Vial Number : 84 

AcquisitionMeth: VIAGRA.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


14 4,19 C:\Database\PMW_TOX2.L 

Ethylene glycol dipivalate 000000-00-0 9 
Phendimetrazine 000634-03-7 7 
Hexane 000110-54-3 5 


Abundance Average of 4.157 to 4.223 min.: 728984.D\data.ms (-) 



728984.D Tue Jan 25 13:32:46 2011 Page 15 


Corbett email PRR 010539 





Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

C:\msdchem\l\System7\07 02 

10\728984 .D 

Operator : 

DJR 


Date Acquired : 

3 Jul 2010 11:17 


Sample Name : 



Submitted by : 

KAC 


vial Number : 

84 


AcquisitionMeth: 

VIAGRA.M 


Integrator : 

RTE 


Search Libraries 

: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 

CAS# Qual 


15 4.32 C:\Database\PMW_T0X2.L 

Cyclamate-M AC 001124-53-4 2 



728984,0 Tue Jan 25 13:32:46 2011 


Page 16 


Corbett email PRR 010540 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\msdchem\l\System7\07_02_10\728984,D 

Operator : DJR 

Date Acquired : 3 Jul 201 0 11:17 

Sample Name ; 

Submitted by : KAC 
Vial Number : 84 

AcquisitionMeth; VIAGRA,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


16 4.37 C:\Database\PMW_T0X2.L 

Hydroquinone-M (2-HO-) @ 000533-73-3 4 
Perhexiline-M {di-HO-) 3AC 000000-00-0 4 
Prolintane-M (HO-phenyl-) 000000-00-0 4 


Abundance Average of 4.347 to 4.466 min.; 728984.D\dala.ms (-) 



mtz-> 30 40 60 60 70 80 90 100 110 120 130 140 150 



728984.D Tue Jan 25 13:32:47 2011 Page 17 


Corbett email PRR 010541 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA,M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


17 4.58 C:\Database\PMVJ_T0X2.L 

Carbromal artifact 000000-00-0 1 

Carteolol AC 000000-00-0 1 


Abundance 


Average of 4.614 to 4.591 min.: 728984.b\dafa.ms (-) 





80 


60 

40 


143 




20 

I 

0'' I I I ■ I 1 I 1 I I r I 1 1 \ I I 

30 40 50 60 70 


128 

I 

S6 114 j ii 

1 I i ! i I I I I ; t [ I TT -t "j -T-t'T I j I I I I f I I i I J* H-rT-|-T-r'i-r-ri i i i j'i i t i j i t r 

80 90 100 lio 120 130 140 150 160 170 180 


728984.D Tue Jan 25 13:32:48 2011 


Page l8 


Corbett email PRR 010542 







Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\07_02_10\728984.D 

Operator ; DJR 

Date Acquired : 3Jul2W0 11; 17 

Sample Name : 

Submitted by : KAC 
vial Number : 84 

AcquisitionMeth: VIAGRA.M 
Integrator ; RTE 


Search 

Libraries: C;\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

18 

4.74 

G:\Database\PMW T0X2.L 





Myristic acid 

000544-63-8 

42 



Disulfiram 

000097-77-8 

12 



Undecane 

001120-21-4 

10 


Abundance Average of 4.680 to 4.804 min.: 728984.0\dala.ms {-) 



728984.D Tue Jan 25 13:32:48 2011 Page 19 


Corbett email PRR 010543 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


02 10\728984.D 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C: \Database\PMW__TOX2 . L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


19 4.83 C:\Database\NIST05a.L 

1,2,4-Benzenetriol 
1,2,3-Benzenetriol 
1,2,3-Benzenetriol 


000533-73-3 87 
000087-66-1 86 
000087-66-1 72 



80 

60 

40 

20 

0 


126 


14 

I I f' I M 


29 


39 




52 


80 


61 i 


69 


97 


108 

I , ) ] 1 I |4 I I I I I 


m/z--> 


10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


728984.D Tue Jan 25 13:32:49 2011 


Page 2 0 


Corbett email PRR 010544 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\msdGhem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST05a,L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


20 4.92 C:\Database\NIST05a.L 


Cyclopropane, 

nonyl- 

074663-85-7 

94 

1-Tridecanol 


000112-70-9 

91 

Cyclodecane, 

methyl- 

013151-43-4 

91 




728984 .D 


Tue Jan 25 13:32:50 2011 


Page 2l 


Corbett email PRR 010545 





Area Percent / Library Search Report 


Information from Data File; 


File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
vial Number : 
AcquisitionMeth; 
Integrator : 


C;\msdchem\l\System7\07_ 
DJR 

3 Jul 201 0 11:17 

84 

VIAGRA.M 
RTE 


02 10\728984.D 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


21 5.08 C;\Database\PMW_TOX2.L 

PCDI precursor (dimethylamine) 000124-40-3 7 
Acetaldehyde 000075-07-0 5 
Ethylene thiourea 000096-45-7 5 


Abundance Average of 5.024 to 5.101 min.; 728984.0\data.ms (-) 



728984.D Tue Jan 25 13:32:50 2011 Page 22 


Corbett email PRR 010546 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.N 
RTB 


Search Libraries; 


C:\Database\SLI.L 
C;\Database\NIST05a.L 
C;\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


22 5,42 C;\Database\NIST05a.L 


Propylparaben 

000094-13-3 

96 

Propylparaben 

000094-13-3 

94 

Propylparaben 

000094-13-3 

91 


Abundance 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


728984,D Tue Jan 25 13:32:51 2011 


Page 2 3 


Corbett email PRR 010547 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST05a.L 

Minimum Quality 

: 80 



C;\Database\PMW_TOX2.: 

L 


PK# 

RT 

Library/ID 

CAS# ( 

3ual 

23 

5,74 

C:\Database\NIST05a.L 





1-Dodecene 

000112-41-4 

93 



1-HexadecanoI 

036653-82-4 

91 



1-Tridecanol 

000112-70-9 

91 

Abundance 


Average of 5.713 to 6.861 min.: 

728984.D\data.ms (-) 



80 

60 

40 

20 


43 


5S 


31 


oV^ 

m/z--> 10 

Abundance 


80 

60 

40 

20 


20^30 40 50 60 70 80,_ 90 100 lio 120 130 140 150 160 170 180 190 200 210 

#34946: 1-Dodecene 

41 66 


69 83 


97 


111 


125 


140 1S4 168 

t i l‘ [ 11 I I I'- i I I I ■ f r r Tt-]~r rn -1- 


196 207 

I I I I t i ' i" i | - i 


0 


29 


16 


83 


69 




97 


111 

'f 153 ^68 

1 1 11 f i- i I i -p -i't-i-p 


T " ' I ' ' > M " ' "V 


T I I T ) I k I 1 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


728984.D Tue Jan 25 13:32:52 2011 


Page 24 


Corbett email PRR 010548 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\07 
DJR 

3 Jul 2010 11:17 


KAC 

84 

VIAGRA.M 
RTE 


02_10\728984.D 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOSa.L Minimum Quality: 80 

C:\Database\PMWTOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

24 

6.72 

C:\Database\NIST05a.L 





n-Hexadecanoic acid 

000057-10-3 

95 



Pentadecanoic acid 

001002-84-2 

83 



Tridecanoic acid 

000638-53-9 

80 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name ; C:\msdchem\l\System7\07__02_10\728984.D 

Operator ; DJR 

Date Acquired ;^3Jul2010 11:17 

Sample Name : 

Submitted by : KAC 

vial Number : 84 

AcquisitionMeth; VIAGRA.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

25 

7,36 

C: \Database\NlST05a. L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

93 



Octadecanoic acid 

000057-11-4 

91 


Abundance Average of 7.327 to 7.468 min.: 728984. DWata.ms (-) 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


Abundance #114822: Octadecanoic acid 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728984,D 
DJR 

3 Jul 2010 11:17 


KAC 
84 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


26 24.85 C:\Database\SLI.L 

SILDENAFIL 
SILDENAFIL 


139755-83-2 91 

139755-83-2 49 


Abundance . Average of 24,112 to 25.341 min.: 728984.D\data.ms (-) 

I ^ 

80 
60 
40 
20 

0 

m/z-> 


56 

i 


3a 






404 


119136 166 199 222 242 264 283 311 329 352 381 


T P T I t t I t I I H I > r 


445 474 


40 60 80 100 120 140 160 180 200 220 2 4 0 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


80 


60 


40 


20 


m/z-> 


#27: SILDENAFIL 


99 


66 


29 


J ,t3 


404 


119136 166 197 


219 239 

M I I 'l > t 


264 


283 


312 

I iL M 


338355 


381 

W'- 


432 


473 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\0702_10\728984.D 
DJR 

3 Jul 2010 11:17 


KAC 
84 

VIAGRA.N 
RTE 


Search 

Libraries; C:\Database\SLI,L 

Minimum 

Quality; 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS it 

Qual 


27 27.00 C:\Database\PMW_TOX2.L 

Ethosuximide-M (HO-ethyl-) 
Tiotixene 

Endogenous biomolecule 3AC 


000000-00-0 4 
005591-45-7 2 
000000 - 00-0 2 


Abundance 

80 


Average of 26.824 lo 27.080 min.: 728984.D\data.ms (-) 
113 


60 

40 

20 


70 


66 


.42 


84 


m/z--> 


40 60 


404 


136 


166 239253267281 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance #759: Ethosuximide-M (HO-ethyi-) P635 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\07_02_10\728986.D 
DJR 

3 Jul 2010 12:34 

BLANK 


VIAGRA,M 
RTE 


Abundance TIC: 728986.D\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


728986,D 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

C;\msdchem\l\System7\07_02_10\728987.D 
DJR 

3 Jul 2010 13:13 

SILDENAFIL STD 

81 

VIAGRA.M 
RTE 


Abundance TtC: 728987.D\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

24,617 

8410039 

100.00 

100.00 


728987 ,D 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\07_02_10\728987.D 

Operator : DJR 

Date Acquired : 3 Jul 2010 13:13 

Sample Name : SILDENAFIL STD 

Submitted by : 

Vial Number : 81 

AcquisitionMeth; VIAGRA.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 24.62 C:\Database\SLI.L 

SILDENAFIL 139755-83-2 90 

SILDENAFIL 139755-83-2 43 


Abundance Average of 24.142 to 24.973 min.: 728987.0\dat3.ms (-) 



Abundance #27: SILDENAFIL 
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